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his hat. Then, a little uncertainly, he walked to the
door. He said no word and Lampiron said no word.

Then he went away.

There was no blood on the floor; no sign of any
disturbance. Lampiron felt a strong relief, even
elation.

He had begun to fight. Things were moving.
They could do their damnedest if they would but
come into the open enough to be hit.
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